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INFO OCT-01 ARA-14 ISO-OO /020W 
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E.O. 11652: NA 
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SUBJECT: CCTV MAINTENANCE 


Message Text 


CCTV CAMERA IN ASUNCION (SITUATED OVERLOOKING REAR DOOR ENTRANCE) 
HAS BEEN MALFUNCTIONING. PICTURE HAS HORIZONTAL IMAGE MALADJUSTMENT. 
PLEASE SCHEDULE MAINTENANCE ASAP. 
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